310    NONDOCKETED ITEMS

9203050078 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay
measurement.

GIORGIO.H. Iowa Electric Light & Power Co. 57FR1194. 92/02/26. Regulatory Publi-
cations Branch. 6pp. 60790:251-60790:256.

9203050091   Comment  on  draft  reg  guide  task  DG-8004 re  radiation  protection
programs,Guide provides good guidance for maintaining effective radiation protection
programs aimed at achieving occupational doses that are ALARA.
SORENSEN.G.C. Washington Public Power Supply System. 56FR56671. 92/01/06.
Regulatory Publications Branch. 16pp. 60807:043-60807:053.

9203050267 Comments on draft reg guide DG-0002 re proposed app X, guidance &
complying w/Part 20 requirements-Contradictory statements noted.
GAT.U. Affiliation Not Assigned. 57FR937. 92/02/20. ROECKLEIN.A.K. Regulatory
Publications Branch, pp. 60815:357-60815:358.

9203060021 Advises that all elements of Reg Guide 5.66 implemented to satisfy re-
quirements of 10CFR73.56 re personnel access authorization for nuclear power
plants.

SORENSEN.G.C. Washington Public Power Supply System. GO2-92-051. 92/02/27.
Document Control Branch (Document Control Desk). 1p. 60840:321-60840:321.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.ticensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW,J.G. Associate Director for Projects (Post 870411). GL-88-11. 92/03/06.
Consolidated Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203090001 Forwards updated listing as evidence of compliance w/Reg Guide 1.97 re
post-accident instrumentation.per 911212 Itr.

OPEKAJ.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. B14034.
92/03/02. Document Control Branch (Document Control Desk). 19pp. 60862:051-
60862:069.

9203090483 Final response to FOIA request for documents.App A records encl & being
made available in PDR.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/09/11, WINTHROP.D.F. Olin Corp. 2pp. 60962:187-60963:009.

-9203170421 Discusses closeout insp rept 70-371/76-06 on 760308-10. H-Tract facility
radiation levels found to be within acceptable surface contamination levels stated in
reg guide 1.86.

PLUMLEE.K.E. Region I, IE (720101-810228). 76/04/12. NELSON.P.R. Region I, IE
(720101-810228). 2pp. 60963:002-60963:003.

9203100001 Forwards insp rept 50-286/92-04 on 920127-31.No violations noted.
DURR.J.P. Region 1 (Post 820201). 92/03/04. RUSSELL.J.E. Power Authority of the
State of New York (New York Power Authority). 2pp. 60843:001-60843:009.

-9203100003 Insp rept 50-286/92-04 on 920127-31.No violations noted. Major areas
inspected:licensee implementation of post- accident monitoring instrumentation per
Reg Guide 1.97, Rev 3.

PAOLINO.RJ., ANDERSON.CJ. Region 1 (Post 820201). 92/03/03. 7pp. 60843:003-
60843:009.

9203100022 Discusses 911122 meeting concerning incident in which supervisor acted
inappropriately toward another employee during meeting on compliance w/reg guide
1.97.Written response requested within 30 days.

ZIMMERMAN.R.P. Region 5 (Post 820201). 92/03/04. RUEGER.G.M. Pacific Gas &
Electric Co. 2pp. 60843:132-60843:133.

9203110011 Comment on draft reg guide task DG-8008, "Planned Special Exposures."
COLLINS.S.C. Illinois, State of. 57FR937. 92/03/04. Regulatory Publications Branch.
1 p. 60849:010-60849:010.

9203110013 Comment on draft reg guide task DG-8008, "Planned Special Exposures."
POSTON.J.W. Texas A&M Univ., College Station, TX. 57FR937 00007. 92/03/01.
Regulatory Publications Branch. 1 p. 60849:011 -60849:011.

9203110088 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay
measurement.

POSTON,J.W. Texas A&M Univ., College Station, TX. 57FR1194 00009. 92/03/01.
Regulatory Publications Branch. 2pp. 60849:165-60849:166.

9203110099 Comment on draft reg guide DG-8009,rev 1 to reg guide 8.9, "Interpreta-
tion of Bioassay Measurements."

COLLINS.S.a Illinois, State of. 57FR1194 00008. 92/03/05. Regulatory Publications
Branch. 2pp. 60849:194-60849:196.

9203110101 Comment opposing draft reg guide DG-0002 re guidance on complying w/
new 10CFR20 requirements.

BERNER.M. Kettering Medical Center, Adventist Health Systems-Eastern Middle
America, Kette. 57FR937. 92/03/02. Regulatory Publications Branch. 1p. 60849:197-
60849:197.

9203110111 Comment on task DG-8009 to draft reg guide 8.9 re interpretation of bioas-
say measurement

GRAHAM.C.C. Union Electric Co. 57FR1194. 92/02/19. Regulatory Publications
Branch. 8pp. 60849:209-60849:216.

9203120081 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay
measurement.

YATES.R.W. Allied Ecology Services, Inc. 57FR1194. 92/03/05. Regulatory Publica-
tions Branch. 2pp. 60872:096-60872:097.

9203120083 Comment on draft reg guide task DG-8008, "Planned Special Exposures,"
& DG-8009, "Interpretation of Bioassay Results." Believes reg guides will be useful to
licensees in implementing requirements of 10CFR20.

MCGAHA.J.R. Entergy Operations, Inc. 57FR1194. 92/03/05. CHILK.SJ. Office of the
Secretary of the Commission. 7pp. 60872:098-60872:104.

9203120088 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay
measurement.

JOHNSON.A.M. Johnson & Associates. 57FR1194, 92/02/29. Regulatory Publications
Branch. 8pp. 60872:105-60872:112.

9203120097 Comment on draft reg guide task DG-8008, "Planned Special Exposures,"
& DG-8009, "interpretation of Bioassay Results."

MCGAHA.J.R. Entergy Operations, Inc. 57FR937. 92/03/05. CHILK.SJ. Office of the
Secretary of the Commission. 7pp. 60872:113-60872:119.

9203120114 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay
measurementBelieves DG-8009 should not be issued in manner currently planned.
TIPTON.T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility   Manage.   57FR1194.   92/03/06.   Regulatory   Publications   Branch.   19pp.
60872:124-60872:142.

9203120129 Comment on draft reg guide task DG-8008, "Planned Special Exposures."
TIPTON.T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility Manage. 57FR937. 92/03/06. Regulatory Publications Branch. 8pp. 60872:143-
60872:150.

9203120308 Grants approval to use ASME code case N-498, "Alternative Rules for 10
yr Hydrostatic Pressure Testing for Class 1 & 2 Sys.Section XI.D'rv 1."
ADENSAM.E.G. Project Directorate 11-1. TAG M82836. 92/03/04. HAIRSTON.W.G.
Southern Nuclear Operating Co. 3pp. 60895:070-60895:072.

9203120361 Informs that util did not perform periodic full load rejection testing of
EDG.per Reg Guide 1.108,Rev 1,1977.

TRAMMELL.C.M. Project Directorate V. 92/03/02. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 60895:042-60895:046.

9203130204 Comments on draft reg guide DG-0002 re proposed app X concerning guid-
ance on complying w/new 10CFR20 requirements to reg guide 10.8,rev 2, "Guide for
Preparation of Applications for Medical Use Programs."

ALDRICH.R. New York, State of. 57FR937. 92/03/06. ROECKLEIN.A.K. Regulatory
Publications Branch. 5pp. 60963:010-60963:014.

9203160168 Forwards BWROG assessment of 910813 event at Nine Mile Point Unit
2,in ref to NEDO-31558, "Position on NRC Reg Guide 1.97,Rev 3,Requirements for
Post-Accident Neutron Monitoring Sys," Mar 1988,per issuance of Generic Ltr 82-33.
BINZ.R.D. BWR Owners Group. BWROG 92-019. 92/03/03. THADANI.A.C. Division of
Systems Technology (Post 890827). 5pp. 60968:229-60968:233.

9203160248 Provides response to SER re station blackout analysis.NRC recommenda-
tions encompass listed areas.

ORNELAS.R. Southern California Edison Co. 92/03/12. Document Control Branch
(Document Control Desk). 8pp. 60949:339-60949:346.

9203160260 Advises that based on review of util 890417 & 900404 responses to station
blackout (SBO) rule 10CFR50.63,plant design does not conform w/SBO rule.guidance
of reg guide 1.155 & NUMARC 87-OO.SE & contractor rept SAIC-91 /1264 encl.
WIENS.LA. Project Directorate II-3. TAG M68575. 92/03/10. HAMPTON.J.W. Duke
Power Co. 3pp. 60932:247-60932:292.

-9203170114 Safety evaluation concluding that plant does not conform w/station black-
out (SBO) rule & guidance of reg guide 1.155. Recommends that licensee reevaluate
areas of concern identified in SE.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/10. 15pp.
60932:250-60932:264.

9203160294 Forwards Rev 22 to Security Plan.Elements of Reg Guide 5.66 implement-
ed to satisfy requirements of 10CFR73.66.Rev withheld (ref 10CFR50.54(p)(2)).
WOODARD.J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document
Control Desk). 1p. 60969:254-60969:254.

9203170021 Comment on draft reg guide task DG-0002 concerning control & surveil-
lance of patients whose nuclear medicine dosage exceeded 2 mrem per hr & proce-

LAMBERT.K.N. Temple Univ., Philadelphia, PA. 57FR937. 92/02/26. Regulatory Publi-
cations Branch. 2pp. 60924:010-60924:011.

9203170024 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay
measurement.

SMITH.LR. E.I. du Pont de Nemours & Co., Inc. 57FR1194. 92/03/09. Regulatory
Publications Branch. 2pp. 60924:012-60924:013.

9203170087 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay
measurement.Draft reg guide acceptable w/listed exceptions.
SHELTON.D.C.  Centerior  Energy.  57FR1194.  92/03/06.   Regulatory  Publications
Branch. 3pp. 60924:095-60924:097.

9203170093 Comment on draft reg guide task DG-8008, "Planned Special Exposures."
Draft reg guide acceptable as written.

SHELTON.D.C. Centerior Energy. 57FR937 00010. 92/03/06. Regulatory Publications
Branch. 3pp. 60924:101-60924:103.

9203170216 Informs that design of plant conforms w/station blackout rule.reg guide
1.155 & NUMARC 87-00,contingent upon satisfactory resolution of recommendations
in SE.SE documenting results of review encl.

SIEGEL.B.L Project Directorate III-2. TAG M68559. 92/03/06. KOVACH.T.J. Com-
monwealth Edison Co. 3pp. 60964:039-60964:078.

9203170372 Partial response to FOIA request for documents.Forwards App B
documents.App B documents also placed in PDR.Review of addl records subj to re-
quest still ongoing.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001 -61214:063.

-9203180314 Advises that recommendations specified in NUREG-1061,Vol 2, have not
been implemented in Reg Guide 1.61,in response to 860529 telex.
GORE.A. Office of International Programs (Pre 870413). 86/06/10. PEREIRA.P.
Brazil. 1 p. 61213:174-61213:174.

-9203180318 Requests to be inform if recommendations.specified in NUREG-1061,Vol
2,has already been implemented in Reg Guide 1.61 & in SRP 3.9.2 or if recommenda-
tion accepted by NRR only on case-by-case basis.

PEREIRA.P.   Brazil.  86/05/29.  GORE.A.  Office   of   International   Programs   (Pre
870413). 1 p. 61213:175-61213:175.

-9203170446 Requests response to listed questions re US qualified level
transmitters,per Reg Guide 1.97.

SALVATQRE.J.E, Brazil, 84/05/07, LAFLEUR.J. NRC - No Detailed Affiliation Given.
2pp. 61213:120-61213:121.rting draft reg guide DG-0002, "Guide for Preparation of
